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Message Text 


CONFIDENTIAL 

PAGE 01 PHNOM 00704 I3I034Z 

47 

ACTION EA- 10 

INEO OCT-OI ISO-00 PM-03 CIAE-00 INR-07 NSAE-00 RSC-01 

AID-05 IGA-OI MC-OI SS-I5 NSC-05 EB-07 OMB-OI L-02 

/059W 

008299 

R I30900Z JAN 75 
EM AMEMBASSY PHNOM PENH 
TO SECSTATE WASHDC 8902 
INEO CINCPAC HONOLULU HI//J8I 
DA WASHDC 
SECDEF WASHDC//DSAA 
JCS WASHDC//J4//J5 
CNO WASHDC//OP63 
COMUSSAG NKP APRT THAI 

CONFIDENTIAL PHNOM PENH 0704 

E.O. 1 1652: GDS 
TAGS: MASS, CB 

SUBJ: REQUEST FOR LOAN OF FIRE LIGHTING TUGS 
REF: DA I62I50Z DEC 74 (NOTAL) 

1 . 1 HAVE RECEIVED EORMAL REQUEST EROM GKR REQUESTING LOAN OE 
TWO 65-FOOT FIRE FIGHTING TUGS. COPY BEING POUCHED, EA/LC. 

2. REQUEST EXPEDITIOUS ACTION BE INITIATED TO EEEECT TRANSFER 
TO GKR EARLIEST POSSIBLE TIME DUE TO PRESSING REQUIREMENT FOR 
THEIR USE IN SUPPORT OP MEKONG RIVER CONVOY RESUPPLY OPERATIONS. 

3. REP INDICATES THAT EIRE LIGHTING TUGS ARE AVAILABLE: ONE EACH IN 
JAPAN AND KOREA. CONTACT OPPICE IN DEPT. ARMY IS DA LIAISON 
OPFICE- TSM-P. 

DEAN 


CONPIDENTIAL 


NNN 
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